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1. (S) In keeping with the FY83 Congressional decision, INSCOM's GRILL 
FLAME operation ceased as of 30 September 1982. 


2. (S) Based upon guidance provided by your staff, I have decided to 
conduct a similar program within the Army Counterintelligence and Opera- 
tional Security Program. 


ALBERT N. STUBBLEBINE III 
Major General, USA 
Commanding 
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